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complexity). 

The  test  images  have  been  digitized  using  a  50  um  or  100  urn  raster 
which  results  in  a  pixel  size  of  approx.  1.5m  to  1.8m  on  the 
ground. 


Starting  point  search:  Procedures  for  starting  point  search  have 
been  applied  to  some  of  the  test  images  using  different  parameter 
values  to  study  and  optimize  performance.  No  conclusions  can  be 
presented  as  yet. 


2 .  Continuation  of  Work. 

Work  will  continue  with  application  of  procedures  for  line  extrac¬ 
tion  and  image  segmentation,  where  no  difficulies  are  anticipated. 
The  next  critical  topic  will  be  the  compilation  of  a  suitable  ima¬ 
ge  segment  data  base. 


